
OPERATION 

Type AB Fin* Arts Airbrush, must have a dean air- 
supply co function properly. Air pressure should be about 
25 pounds. After attaching airnose to the compressor 
blow out any particles of rubber or dirt* that may be 
in the aithose, then screw KLC2I/J" 40 thread 20* coup¬ 
ling securely onto A12H Valve casing. When the cup is 
new it in nece^arv to start the flow of color by using a 
stiff brush ro push the color into the needle slot, or by- 
pressing the thumb over the entire cup opening in a 
pumping action* thus filling color slot to feed the needle. 
Repeat this action until color flows freely in the dot of 
A164 needle bearing. 

Airbrush should be held so that needle is parallel to- 
surface of work. Press Am Trigger Dutton straight 
downward with index finger* in which portion the air¬ 
brush will produce a fine line when held near rhe work' 
log surface. The airbrush should gradually be drawn 
away from working surface for wider spray, for shading 
and ground laying* the airbrush must be held away from 
the surface, the distance depends on how far beck the 
finger lever is held by the operator. 

Practice finger movement until familial with action of 
Airbrush and the distance It should he held from work 
to obtain desired width of spray. 

"Important adjustments 

A142 Needle Guide holds [he needle in alignment. 
This should be sec so that it gently holds the needle; not 
too tight (as this will cause friction) and not too loose 
(as this will cause vibration.) The needle should move 
freely, to produce the finest line* graduating into a wider 
spray,, according to the various positions of the finger 
lever. 

A6Q Lever Adjustment Screw regulates the needle so 
[hat it can always be HOC fo Start with the finest line. By 
turning A6t) Screw ro the right, needle is brought for¬ 
ward ro start with a heavier linc. 

A116 Needle is one of the most important parts of the 
Airbrush, its results produced depend on die fineness 
of the needle point. Needles are shaped* bent and cut to 
fit and are very easily replaced. The needle points ate 
packed in cotton for protection* and care must be taken 
that the point is always kept straight. A bent needle 
will cause frayed lines. When changing the needle, use 
tweezers and place bent end down in A107 Walking 
Arm slot and into the groove below, Press needle under 
Al4z Needle Guide and gently place puint of needle 
into A164 Needle Bearing blot without bending It. for 
removing* reverse procedure, A fine line depends upon 
the sharpness of the point. 

AI46 Stipple Adjuster Screw controls the volume of 


air released and by turning this screw to the right* a 
stipple effect can lie produced. By varying the position 
of this screwy the texture of this stipple can be easily 
controlled. For a coarse stipple, a very Hide air is 
required. 

A101 Air Blast Jet must always be set so that the 
needle will pass directly in front of the center of the 
alfblast. If these parts are not properly aligned, the Air- 
brush will never produce a fine line or smooth spray. 
Orifice .in jet should be kept Open or the spray will he 
coarse. 

A140 Speed Regulating Screw controls the speed of 
needle. For fast work, this screw should be turned to the 
left 

A16 5 Color Cttp is adjustable for drawing board or 
easel use as shown in Figures 2 and 3. When changing 
position of Color Cup* loosen AlfiO Color Cup Screw and 
[ill the cup to ibe desired position and adjust the air 
blast so that it centers directly on the needle. When de¬ 
sired adjustment has been obtained, lighten A160 Screw. 

A164 Needle Bearing is rertiovable and when the con¬ 
stant friction of many needles has worn a groove in Lhe 
bearing.* it can easily be pressed out and a new bearing 
inserted. 

CARE AND CLEANING 

The Airbrush should be cleaned thoroughly after using. 
For cleaning* use a bristle brush saturated with a fluid, 
such as gasoline or benzine, for heav^ oil colors, or water 
for moist colors, After soaking until the dry color has 
dissolved* empty cup by placing the bristle brush between 
the AlUl Air Blast )ct and the A164 Needle Bearing “ 
then operate the finger lever to create a suction which 
will quickly draw remaining fluid from the cup. Airbrush 
should then be thoroughly dried before putting away. 

A116 Self-Feeding Grease Cups should be kept filled 
wilh specially prepared lubricant. The Al42 needle 
guide -mould also be lubricated* so that the needle may- 
run without friction. Do not force an over-supply of 
lubricant info the airbrush as lips frequently congeals 
and becomes gummy* thus retarding the action and speed. 

A144 Strainer m ike A23 Valve Nut prevents rust and 
dirt from entering the working parts of the airbrush. 
This should be kepi clean at all times. 

The Airbrush is most sturdily constructed and repair¬ 
ing is seldom required, even after many years' use, Jf 
airbrush is damaged, we recommend that it be returned 
Co the factory for repairs. 


Should any further information be required, regard¬ 
ing the handling or operation of the Airbrush, inquiries 
addressed to the attention of the Art Department will be 
given prompt attention. 

Da not use afeobot or lacquer colors 1* this airbrush. 
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TW Fine Arts Airlb 


Thousands or These Airbrushes arc in Use 
by the World's Leading Artists. 


F 1 UIS 


Hie AB i* the, i leal Alibruih far creative Artists, Retouchers., Architectural, Fashion ant) 
Mounmnent Dagoes* Professional and Commercial Photographers and Art Director, 

This Fine Arts Airbrush enable* the Artist to draw a finer line than with any other Art 
Instrument* A sensflvc rocking lever action provides a positive central of the aiornlaed 
color from a small tot to the sharpest lines which may he gradually widened by lever action to 
the spray desired. Tils is the Ideal Airbrush fox finest detail render ngs. 

Panel effects, (.onuasts, stone* metal and cloth textures are h it a few an the many ten- 
lures that may be m 1-de Of created With the AB Airbrush, 

With a round, ceepei cup and replaceable needle bearing, the improved design makes 
conversion from A (hasel Podded) to B (Drawing Eloaid Position) a iimple operation. The 
specially ihapea cu] holds more color with least possibility of spill. LLgv 

The AB Airbrush will not clog with Opaque Colors, India Inks, or Thinned Oils, Moist 
or Powder Colaxs, Ctinese Whites, Printers Inks and Dyes can a-lso oe used without the slight¬ 
est injury to Airbrush if colors arc not left to dry in the color cup. Highest grade material? 
should be used to obtain the best results. 

Continual practice is of utmost Importance to acquire facility with the instrument and 
to create the many :lne artistic effects possible in freehand airdrav . ijg & Mechanics j retouching. 
An EUCTRA frozen Needle* are encased in the cud of the handle. 

AB AIRBRUSH, Complete without donee Needles, packed in handle. Screwdriver, 

Tweeters, Hanger* Hose Coupling and injections. £54* 00 

ABL AIRBRUSH, (Fo. left-handed operator) ADD: Net Extra, *„ .., : 1.3, 00 

REPLACEMENT PARTS PRICE LIST 


A 14 Ak Le ver F&rh, ............ -tE. SO 

A 22 Yilve Spring ....... .15 

A 50 lever Pivol, r *, „ ... i 

A GO Lev*.' Adjiurnuiftl Screw . 

A HM ALrBSaicJet.. .75 

' ■ W .■ TJf T " A_ *— T" ■ - ■ _ _ _ t —C- 

a I OS Wilting Ann Spr.ryg.... 

Alflri Walking Acim -Shaft.,.. .vft 

A107 Wjlidag Amn,.**....* 

AU1A Fuwei: Wheel....,.. ,fl* 

a 114 Self Feeding G-rraie Cup.. . 15 

A116 MeedLt,. pit ilcjzs:i, r .... . 1.05 

A121 Trigger, Leve.r and Butlnn. .75 

A12B i--ilve C^nnj^_ , *do 

A LSI Wbe* ] Housi itg..... 1. OS 

A133- Top Shaft Bean ng................. . 1.20 

A13E Air IhflH Tube... .... 1. SO 

A LOS Ail BLSiC Tube LfiCkmil.+ + *..*,, .15 

AUC Speed Rcgularing Screw.. ,2S 

A1-S2 Weedle. GuLiW,. .75 

A143 Jleeile GultSe SjinDg, .15. 

A146 Supple Ail; usSer...... , 3G 

A15S Cam Sturt.. 1.75 

aim Bottom Shift Beidng.. 1.10 

AldD Color Cup Sere^v., EC 


Ai« 

AIM 

A15S 

A 


Jtandie ....*1.W 

WitdSc Bearing... *y . j......... l. M 

Cular Cup Aiserr b 4. Z5 

Vj|v( W^ihe-ii, pt do^en, .M 


H 2lA Valve Plunger {to h ft tied at t 

_ F.n c t /wy!* | . , _ ., , ^ ^ 

A 23A Valtfi Spring Nut..,.....,. .15 
VL31N Fru[Ecljr.g Cip,.... ,05 


A& dfeiwirtg 
“ut-l! Ptrtil-icn. 


A si 
A117 
A]t9 
A 34 
AB 

A W 


ACCESSORIES 

£ drew Dii Yfcr............. , 

Tweezer?, , 

t-ufcrUsot, ,**,,,*■,*,,•■>< 

Ajjhrujl: Md:i.;t;r. 


.20 
. 15 
.&) 
,25 


Case (Pier wirh Auhrnsh'J.2.00 

G' Air llijic w$ui Coupling!. .. 1, 81 

Add -L?r Ut d Tdr Lodi^ei L\r jliurWr 

Hn;iL, pe r forW.....13 \SH 

a ariLded Air Heie, Ldl" on. 

W-jkiuj! I're siuru 250 Lbs. 

HS.-C2 -40 ih-e.ic £fl a enupl|r.g, 5.60 

HL-C L'd" - tii "Stiiighc Coupling* + * AO 

HF UV LLijk VlR-E.. .. L.20 


i*r, 5- Perrin®, 

Aif+iC grociriu«l^ 
»<™n 1 u ■ 

Ce-Necrian O-ver : j 
oriflinur alrpainiingj. 
uf whirh IW 5 ari* 
rtprod jce ri 
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